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Knauf 


Universal Connector 


Galvanized accesories to connect Knauf CD Channels at intersection points in the Knauf D1 13 System grid. 
Delivered unbent. 2 Universal Connectors per intersection point. 



Description 


Universal Connector 


Weight 
kg/piece 

0.075 kg 



Packing 
Unit 


100 
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